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Tactical 6-S 
The compact "hearing" hearing protector 
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Tactical 6-S, a compact electronic hearing protector 

An electronic hearing protector with unique 
features for hunters and shooters. 



To hear weak sounds and at the same time 
be protected against loud noise is a formi- 
dable task. However, with the Peltor Tac- 
tical 6-S, this becomes possible. 

Tactical 6-S effectively perceives and 
localizes weak sounds. 

A separate microphone, receiver, am- 
plifier and volume control in each cup 
give the Tactical 6-S true stereophonic 
reception. 

Impulse noise is immediately attenuated. 

Assisted by an "electronic vent," the 




hearing protector will reduce hazardous 
impulse noises from firearms to harmless 
levels within five milliseconds. This elim- 
inates the risk of hazardous noise reach- 
ing the ear with damaging effects. 

Tactical 6-S is a hearing protector 
that listens when appropriate and also 
attenuates when needed. 

Tactical 6-S is a small and compact hearing 
protector that easily folds into a small package. 



Small, compact and foldable 




Tactical 6-S is a small, compact, foldable 
hearing protector. When folded, the Tac- 
tical 6-S is transformed into the shape of 



Advantages 

a ball, small enough for storage in a pocket 
or a bag during transportation. Electroni- 
cally suppresses sounds over 79 dB. 

Tested and approved 

Tactical 6-S is tested and approved in 
accordance with the new European stan- 
dard pr EN 352-4 and also relevant parts 
of EN 352-1:1993. 
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Lightweight 

The low total weight of only 8.8 oz. 
(250g) provides unique comfort char- 



acteristics, highly appreciated when used 
for long periods. Notwithstanding the 
compact design, the Tactical 6-S has a 
unique capacity. 

Four 1.5 V AAA batteries give Tactical 
6-S an outstanding 200 hours of service. 

In addition, Tactical 6-S is, as all other 
Peltor hearing protectors, equipped with 
a unique spring steel headband that main- 
tains attenuation better than ordinary 
plastic headbands. 




World leader in hearing protection and communication in noisy environments. 
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